★ MERCY HOSPITAL ★ 

which faces Lake Winnebago and Menominee Park, 
is one of the outstanding hospitals in Wisconsin. 

It was established in 1918. The bed capacity is 215. 
The Sisters of the Sorrowful Mother are in charge. 
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